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blood as must weaken you to a great degree, and will
require your being kept very quiet." Quiet and the then
state of the ship appeared to me to be perfectly incom-
patible ; he however dressed my head, made the servants
put clean clothes upon the bed and myself, and making me
swallow two pills bid me lay still.

Prejudiced .as I was against the possibility of rest, I
nevertheless within an hour went into a sleep so profound
I knew of nothing that occurred for the following twenty
four hours, at the end of which I awoke refreshed, but
with a dreadful head ache. The Doctor being summoned
told me not to mind the head ache, which proceeded from
the large quantity of opium he had given me, and which
had so well answered the purpose that all risk was over,
and that a few hours, with strong coffee drank frequently,
would relieve me, all which was verified, and I had the
satisfaction to hear the gale had broke up,

McClintook and I had two thirds of the starboard side
of the great cabin. The remainder, except a passage to
: the Quarter gallery, was converted into a sail room.
Between the beams and the deck of that part so used
for keeping sails in, there was stowed planks of rose
wood, each plank of an enormous weight, which Captain
Waddell was taking to England as part of his private trade,
These planks were supposed to have been immoveably fixed
in, being secured by strong battens nailed across them from
one beam to the other. The ship, however, laboured in so
extraordinary a manner, at times being quite down upon
her broadside, that the rose wood forced off the Gleets,
slipping through into our cabin, passing over Mr. McClintook
whose cot was hung close to the bulkhead, without touching
him, and going directly across mine, in doing which one of
them came in contact with my unfortunate skull* The
wonderful part of the story was that it did not beat my hoad
to atoms. The Doctor and his mate having taken off the
dressing and examined the wound, pronounced it to be
doing as well as could be hoped for or expected. Having
takori a basin of weak chicken broth., in a few hows the